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If you are not a British or Irish citizen 
or don’t have the right to reside, 
you won't be able to enter the UK. 





You must hotel quarantine ina 
pre-approved hotel for ten days 

and have booked your testing and 
hotel package in advance. 


Please have the correct documentation 
ready, including your Passenger 
Locator Form and proof of a negative 
COVID-19 test. 


Find out more at gov.uk/coronavirus 


